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Mint of the United States at Philadelphia, Pa., 
Coiner’s Office, 

April 3, 1893 

Hon. O.C. Bosbyshell 
Superintendent 

Sir: 


I have the honor to report that the following Columbian Half Dollar dies, used in the 
coinage of 1893, were destroyed this day viz the use of the forge and sledge, to-nit; 

Obverse 16, Reverse 16. Total 32 Dies. 

Very Respectfully 
W.S. Steel 
Coiner 



